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20 August 1976 


MEMORANDUM FOR: Chief, Management and Assessment Staff 

(MAS), DDA 

FROM : Charles A. Bohrer, M. D. 

Director of Medical Services 


SUBJECT 

REFERENCE 


Presidential Management Initiative 
Efficiency Evaluation Subjects 

C/MAS/DDA Memo dtd 11 Aug 76 (DDA 76-4004) 


This memorandum confirms our telephonic response 
of 16 August on the subject. The Office of Medical 
Services views the Computer Assisted Medical Processing 
System (CAMPS) with a series of positive indicators 
as a likely base for efficiency evaluation subjects 
relating to medical evaluation and processing procedures. 



Charles A. Bohrer, M. D. 


STATINTL 
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